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Message Text 

UNCLASSIFIED 

PAGE 01 BANGKO 01157 120836Z 
ACTION EA- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

126484 120847Z/13 

R 120707Z JAN 78 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7967 
AMEMBASSY MANILA 
AMEMBASSY SINGAPORE 
AMCONSUL HONG KONG 

UNCLAS BANGKOK 01157 

E.O. 11652: N/A 
TAGS: BTIO, TH 

SUB J : FOREIGN GOVERNMENT TENDER 


1. 549/01/T0036 
2.011178 

3. D. LINDE 

4. 549 THAILAND 

5. Q 

6A. SUBMIT BID TO - 
6B. — 

6C. PURCHASES & STORES DEPARTMENT, METROPOLITAN ELECTRICITY 
AUTHORITY (MEA), 121 CHAKPETCH STREET, BANGKOK 2 

7. ADB-MEA-328 

8. 032778 AT 10.00A.M. 

9.201 

10. 3713298, 3531884, 3531878-1000. EIGHT CABS AND CHASSIS 
FOR SERVICE TRUCK, DUAL TIRE, GASOLINE ENGINE WITH MINIMUM NET 
1 10 BHP AND MINIMUM NET TORQUE 190 1B.-FT.; ONE CAB AND 
CHASSIS FOR FLAT BED TURCK, GASOLINE ENGINE WITH MINIMUM NET 
120 BHP AND MINIMUM NET TORQUE 235 1B.-FT.; ONE 20,000 IB. 

WINCH, SINGLE DRUM WITH EXTENDED SHAFT TO THE LEFT, CONTROLLED 
FROM THE TRUCK CAB, WITH FREE RUNNING DRUM AND AUTOMATIC 
UNCLASSIFIED 


UNCLASSIFIED 
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SAFETY BRAKE, WINCH DRUM HAVING A CAPACITY OF 600 FT. OF 1/2INCH 
DIAMETER WIRE ROPE AND FURNISHED WITH 300 FT. OF1/2 INCH DIA- 
METER PREFORMED WIRE ROPE WITH EYE AND DETACHABLE QUICK HOOK; 
ONE SAE POWER TAKE OFF ASSEMBLY TO PROVIDE TWO SPEED FORWARD 
AND ONE SPEED REVERSE; ONE UNIVERSAL SHEAVE AND OVERHANGING 
SOCKET; ONE PINTLE HOOK, HEAVY DUTY; ONE 8 INCH CAPSTAN AND 
PIN; ONE CAB AND CHASSIS FOR HYDRAULIC DERRICK LIFT TRUCK, 
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13.000 LBS., DIESEL WATER-COOLED ENGINE WITH MINIMUM NET 
1 10 BHP AND MINIMUM NET TORQUE 220 1B.-FT.; FOUR CABS AND 
CHASSIS FOR HYDRAULIC DERRICK LIFT TRUCKS, GASOLINE WATER- 
COOLED ENGINE WITH MINIMUM NET 150 BHP AND MINIMUM NET TORQUE 
220 IB. -FT.; EIGHT FULLY ROTATING HYDRAULIC DERRICK LIFTS, CAPA- 
BLE OF HANDLING 13,000 LBS. LOAD AT A RADIUS OF 4 FEET FROM 
CENTER-LINE OF ROTATION AT ANY POSITIONS; ONE LORRY MOUNTED 
CRANE CONSISTING OF A THREE-PART HINGED-TYPE BOOM, HYDRAULICALLY 
OPERATED WITHOUT WINCH AND WIRE ROPE, HOIST CAPACITY AT MINIMUM 
OUTREACH 4,800 KG., AND AT 3.40 METER OUTREACH, 2,650 KG., AND 

AT 5.00 METER OUTREACH, 1,800 KG.; ONE MOBILE SELF PROPELLED 
CRANE, CAPABLE OF HANDLING 20,000 LBS. LOAD AT A RADIUS OF 
12 FEET FROM CENTERLINE OF ROTATION AT ANY POSITION, MINIMUM 
BOOM ANGLE 70 DEGREE; ONE MOBILE SELF PROPELLED CRANE, CAPABLE 
OF HANDLING 28,000 LBS. LOAD AT A RADIUS OF 10 FEET FROM 
CENTERLINE OF ROTATION IN ANY DIRECTION, MINIMUM BOOM ANGLE 
70 DEGREES; THREE CABS AND CHASSIS FOR LADDER TRUCK, GASOLINE 
WATER-COOLED ENGINE WITH MINIMUM NET 1 10 BHP AND MINIMUM NET 
TORQUE 190 IB. -FT., OVERALL LENGTH 200-225 INCHES; NINE 1-TON 
PICK-UP TRUCKS; TWO 2-TON PICK UP TRUCKS; TEN PANEL VANS, 

GASOLINE WATER-COOLED ENGINE WITH MINIMUM 62 BHP AND MINIMUM 
TORQUE 70 IB. -FT., MINIMUM PAYLOAD 1,450 LBS.; EIGHTEEN PANEL 
VANS, GASOLINE WATER-COOLED ENGINE WITH PISTON DISPLACEMENT OF 
1,090-1,300 CC., MINIMUM PAYLOAD 500 KG.; FIVE CABS AND CHASSIS 
FOR CARGO TRUCKS, GASOLINE WATER-COOLED ENGINE, MINIMUM CARRIER 
PAYLOAD 11,000 LBS.; ONE DUMP TRUCK, 4-6 CUBIC YARD CAPACITY; 
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ONE LOADER BACKHOE, MINIMUM LIFTING CAPACITY TO FULL HEIGHT 

2.000 KG., MINIMUM DIGGING DEPTH 4,500 MM. 

1 . PROJECT FINANCED BY A LOAN FROM THE ASIAN DEVELOPMENT BANK 
(ADB). TENDER DOCUMENTS ARE FOR SALE AT $10 PER SET FROM 
ADDRESS MENTIONED IN 6C ABOVE. ONE COPY WILL BE AIRPOUCHED TO 
COMMERCE ON 1/16/78. 

WHITEHOUSE 
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NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BANGKO01 157 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780017-1160 
Format: TEL 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 73/aaaacjrd. tel 

Line Count: 102 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 6e3b8be4-c288-dd11-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 16 feb 2005 
Review Event: 

Review Exemptions: n/a 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
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